Excellent Service has been our bond since 1984 

Central Coast Heating and Air-conditioning , was founded in 1984 after 20 years of 
working for others that did not have the same ethics as the founder. Having a vast 
experience in the HVAC Industry to create what is now known as the Number One 
and HVAC Company along the California coast. HVAC is a full service HVAC 
contractor. We specialize in all phases of residential and commercial applications. We 
have a full staff that is not only degreed in HVAC but experienced in all phases of 
design Our sheet metal shop can design and get production done in record time. We 
take special pride in the craftsmanship, we train and employ only the very best service 
people we can find, a fact you'll notice immediately in the attitude and integrity they 
bring to your job site. Our entire company works hard to make your experience with 
us hassle-free and enjoyable. Through continual education and training, we uphold 
our commitment to delivering and setting the highest standards of excellence in 
our industry by providing both quality installations and outstanding 
customer service. From the professionalism of our sales engineers, to the dedication 
of our field personnel, we are dedicated to delivering you the best. We take 
our responsibility very seriously when you place your trust in us. 



We pledge to always tell you up front what your cost will be to complete your 
job correctly. We make it a point to go over any details or limitations of the proposed 
system that will affect your enjoyment of the end result. You are told exactly what to 
expect up front. Heating and Air-conditioning of Las Vegas continues growing with 
more satisfied customers each and every year. Give us a call for your service needs 
and see what you've been missing. 

We have thousands of very happy customers, and trust you can count on, I the founder 
of the company make a promise to make sure that you purchase or repair will be one 
that will keep returning as a very happy customer. 



Specials 



LENNOX MERIT 


LENNOX MERIT 




14 SEER 5 TONS 




14 SEER 5 TONS 




1 $3,600.00 




$3,600.00 


R-410AS VEARS COMPRESSOR. PARTS A NO LABOR WARRANT V 


R-41QA 5 VEAR 


5 COMPRESSOR. PARTS A NO LABOR WARRANTY 



LENNOX ELITE HEAT PUMP 

14 SEER 5 TONS 


AIR DUCT CLEANING SPECIAL 




$4,500.00 

R-41QA 5 YEARS COMPRESSOR, PARTS AND LABOR WARRANTY 


jjgL $279.00 

INCLUDE UP TO 10 VENTS, RETURN — * 
AND DRYER VENT CLEANING - 






CONDENSING || 
FAN MOTOR SPECIAL 

7*?^ $275.00 

Installed 


ll 1 

SCROLL COMPRESSOR 

^ INSTALLED 

Jfk' FROM 

jp. $ 1,200.00 








AC SERVICE 

INCLUDE 1 LB FREON 

PT^ $89.00 


EVAPORATOR COIL 
CLEANING 

$120.00 



Air Duct Cleaning. 



We specialize in Indoor Air Quality (IAQ), cleaning of ventilation systems and air duct 
cleaning, using the latest technology available today. We use combinations of electric 
and gas powered vacuums truck mounted and special HEPA negative air machines, to 
clean air ducts and ventilation systems. Our special way of cleaning is making sure no 
debris falls on the floor or gets on the furniture. First we put on booties when entering 
the house, then cover all furniture with plastic, we then remove registers take them 
outside and pressure wash them, and use a vacuum with pressure remove all dirt of 
very high pressure, after all ducts are cleaned we reinstall registers, and then clean 
evaporator coil, this is one of the most important jobs when cleaning a duct system, 
this coil gets wet and is located in dark place, so it can grow mold and fungus causing 
many to develop allergy's and get children sick. 




ONE YEAR GURANTEE IN WRITING 



